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MINISTRY OF HEALTH AND FAMILY WELFARE 
(Department of Health) 

CORRIGENDUM 
New Delhi, the 2nd June, 1981 

S.O. 411HL) —In the notification of the Government of India in the Mlmblry 
of Health and Family Welfare No. S.O. 175(E) dated 11th March 1981 published 
in the Gazette of India Extraordinary, Part I, Section 3, Sub-Section (fi) at page 
313-314. 

For the words .“Senior Scientific Officer" read, “Deputy Director of Health 
Services.” 

(No. P. 15014/1 /8l-PH(F&N)PFA] 
C. V. S. MANX, Additional Secy. 
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